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Question: What savings will occur as a result of the phase-out of 
OXCART in FY 1968? 
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Answer: T he original FY 1 968 budget for the OXCART Program was 

As a result of the decision to phase-out the 
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activity, ther e remains pha se-out costs in the Congressional 


submission of 
million which is constituted as follows: 


Thus, we find a savings of T 
11. I— 
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A. PERSC 

NNEL - By 30 June 1968 there will be a reduction of 
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OXCART positions 
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B. FUNDS - The OXCART Phase-out will result in an estimated 
reduction of 1 " 


TOTAL OXCART SAVINGS 
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